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NOTES 
I. UNLESS OTHERWISE SPECIFIED 


ALL RESISTORS ARE I/4W 


ALL CAPACITORS ARE IN MICROFARADS 


SYMBOLS LEGEND 


SIGNAL GND 


5J5 236 -1«1 TO 


A^-U 236-3 fSMT. 


Figure 13. Expansion Interface schematic diagram (sheet 
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